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CORPORATION  OF  GREENOCK 


Sanitary  Department, 
Municipal  Buildings, 
Greenock. 

April,  1954. 

To  The  Provost,  Magistrates  and  Councillors 
of  the  Burgh  of  Greenock. 


Mr.  Provost,  Mrs.  Martin  and  Gentlemen, 

Housing  (Scotland)  Act,  1950 
Housing  Survey,  1953 

As  instructed  by  you,  I organised  and  arranged  the  carry- 
ing out  of  a survej'  of  the  Burgh  during  the  period  14th  October, 
1953,  to  5th  December,  1953,  exactly  four  years  after  the  previous 
survey  carried  out  during  the  period  10th  October  to  15th 
December,  1949. 

In  order  that  the  work  should  proceed  as  expeditiously  as 
possible  thirty-five  enumerators  were  employed,  three  of  whom 
were  appointed  Supervisory  Enumerators.  With  the  exception 
of  ten,  all  were  paid  off  by  5th  December.  The  excepted  ten  were 
paid  off  on  the  18th  December  since  the  remaining  inside  work, 
so  far  as  they  were  concerned,  had  been  completed. 

The  time  taken  to  complete  the  field  survey,  in  my  opinion, 
does  reflect  great  credit  on  the  staff  involved  and  in  particular  on 
Mr.  William  Taylor,  Chief  Clerk  in  my  Department.  Every  member 
of  the  staff,  both  permanent  and  temporary,  did  discharge  their 
duties  in  a loyal  and  conscientious  manner. 

I trust  that  you  may  find  the  report  as  interesting  as  was  the 
work  of  its  compilation. 

Yours  faithfully, 

A.  M.  M.  Connell, 

Chief  Sanitary  Inspector. 
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INTRODUCTION 


The  survey  on  this  occasion  was  mainly  concerned  with  the 
obtaining  of  information  necessary  to  bring  the  (lousing  informa- 
tion and  requirements  up  to  date,  in  order  that  the  Local  Authority 
could  assess,  measure  and  compare  the  general  housing  requirements 
of  the  Burgh  with  those  found  to  be  existing  at  the  1949  Survey 
thus  enabling  them  to  fully  assess  the  progress  made  in  solving  the 
Burgh’s  housing  problem  during  the  last  four  years.  If  progress 
is  to  continue  to  be  made  then  an  accurate  assessment  of  the  housing 
problem  must  be  made  at  regular  intervals  by  the  Local  Authority 
in  order  that  they  may  have  before  them  the  information  giving  a 
picture  of  the  needs  of  the  community  in  this  respect,  from  which 
picture  they  can  plan  to  improve  on  the  progress  made.  Progress 
in  the  field  of  housing  can  only  be  made  if  the  needs  of  all  aspects 
of  the  problem  are  being  provided  for  and  dealt  with  concurrently 
in  proportion  to  their  degree. 

As  already  indicated,  the  field  survey  was  carried  out  by  a 
temporary  staff  of  enumerators.  This  personnel  was  divided  into 
three  teams,  each  under  a Supervisory  Enumerator,  each  team 
being  responsible  for  obtaining  the  necessary  information  in  respect 
of  all  houses  within  each  of  three  wards.  The  information  was 
obtained  on  survey  forms,  which  were  in  duplicate,  the  duplicate 
forms  on  completion  being  coded  and  after  an  overall  check  had 
been  applied  by  four  of  my  permanent  staff  of  District  Sanitary 
Inspectors  were  sent  to  Messrs.  Power  Samas  Accounting  Machines, 
Ltd.,  Glasgow,  for  punching  on  cards  and  verifying  these  in  readi- 
ness for  the  information  obtained  to  be  extracted  by  a counting 
sorter  machine. 

The  first  of  the  wards  in  respect  of  which  the  punched  cards  hud 
been  completed  was  received  towards  the  middle  of  January,  the 
actual  extraction  of  the  information  commencing  on  ISth  January 
last  in  my  office  and  by  the  7 th  April  all  tables  showing  the  informa- 
tion required  had  been  extracted  and  checked  in  readiness  for  this 
report.  If  no  delays  had  been  occasioned  the  work  would  have 
been  completed  at  least  one  month  earlier. 

It  must  be  appreciated  that  a survey  of  this  magnitude  involving 
the  survey  of  20,533  houses  cannot,  even  with  the  employment  of 
temporary  staff,  be  carried  out  without  some  upset  in  the  routine 
work  of  the  Department  since  there  is  certain  work,  including 
overall  checking  of  forms  and  assessment  of  the  individual  cases’ 
requirements,  which  must  be  carried  out  by  my  qualified  and 
trained  personnel. 
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The  report  has  been  divided  into  parts  as  follows  : — 

(1)  Housing. 

(2)  Comparisons. 

(3)  Age  Grouping  and  size  of  families. 

(4)  Summary  and  recommendations. 

In  the  appendix  to  the  report  are  tables  which  give,  ward  by 
ward,  the  details  dealt  with  in  the  context  of  the  report. 


The  following  abbreviations  are  used  in  this  report. 


Abbreviation 

Refers  to 

Class  1 Houses 

Habitable  houses. 

Class  2 Houses 

Houses  falling  below  a reasonable 
standard. 

Class  3 Houses 

Houses  considered  to  be  uninhabitable. 

Class  4 Houses 

Requisitioned  huts,  etc. 

1935  Standard 

Standard  of  overcrowding  fixed  by 
the  Housing  (Scotland)  Act,  1935, 
now  incorporated  in  the  Housing 
(Scotland)  Act,  1950. 

1944  Standard 

Standard  recommended  by  the  Secre- 
tary of  State  for  Scotland  in  1944 
for  rehousing  purposes  of  not  more 
than  two  persons,  irrespective  of 
age,  occupying  each  room,  exclud- 
ing the  living-room. 

HOUSING 


Houses  Surveyed 

The  number  of  houses  surveyed  is  shown  in  the  table  which 
follows  where  details  of  size  and  class  are  given,  the  total  being 
20,533  which  shows  a net  increase  of  753  from  the  number  surveyed 
in  1949.  A comparison  will  show  that  at  1949  the  net  increase 
from  1945  was  1,821.  It  should  be  noted  that  included  in  this 
figure  is  a total  of  841  temporary  houses.  The  relatively  small 
increase  shown  below  is  also  d le  to  the  closing  of  unfit  houses. 


Class  of 
House 

Ward 

Total 

i 

2 

3 

4 

5 

6 

7 

8 

9 

1 

1,453 

1,673 

6S4 

407 

1,382 

670 

1,216 

2,366 

3,692 

13,543 

2 

541 

36 

710 

731 

659 

900 

353 

30 

9 

3,969 

3 

310 

13 

337 

598 

384 

837 

465 

23 

2 

2,969 

4 

— 

— 

— 

1 

— 

10 

6 

35 

— 

52 

Total 

2,304 

1,722 

1,731 

1,737 

2,425 

2,417 

2,040 

2,454 

3,703 

20.533 

Total  at  1949 

j Survey 

2,326 

1,508 

1,748 

1,782 

2,494 

2,743 

2,087 

2,404 

2,688 

19,780 

Overcrowding 

This  section  only  relates  to  overcrowding  existing  in  habitable 
houses  and  houses  falling  below  a reasonable  standard.  It  takes  no 
account  of  overcrowding  existing  in  the  other  two  classes  of  houses 
in  respect  of  which  the  requirements  are  separately  assessed.  It 
must  also  be  understood  that  statutorily  only  houses  of  an  annual 
rental  of  £45  and  under  are  affected  so  far  as  overcrowding  and 
abatement  of  overcrowding  are  concerned.  In  consequence  the 
figures  which  follow  relate  only  to  this  class  of  house. 

In  the  case  of  houses  over  £45  annual  rental  the  Local  Authority’s 
interest  is  in  providing  for  the  sub-tenant  families  residing  therein. 

The  number  of  houses  found  to  be  overcrowded  was  2,224  or 
11%  of  the  houses  surveyed.  It  is  indeed  pleasing  to  note  that 
there  is  a decrease  of  574  from  the  figure  obtaining  at  1949  which 
was  2,800  or  14%.  The  improvement  noted  since  1945  is  gratifying. 
At  that  survey  5,063  houses  or  29.6%  were  overcrowded. 
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The  following  table  gives  in  detail  the  number  and  sizes  of  houses 
overcrowded. 


Survey 

Size  of  Dwelling-house 

i i 

Total 

i 

2 

3 

4 

5 

6+ 

1945 

345 

2,773 

1,542 

364 

37 

2 

5,063 

1949 

140 

1,511 

884 

213 

44 

2 

2,800 

1953 

104 

1,178 

737 

177 

28 

2 

2,226 

Reasons  for  Overcrowding 

An  analysis  of  the  overcrowding  and  the  reasons  for  its  existence 
show  that  the  overcrowding  is  due 


in  1,490 

instances  to  size  of  tenants  family 

(2,045) 

678 

,,  to  presence  of  sub-tenants 

(678) 

»>  54 

,,  to  presence  of  lodgers 

(26) 

2 

»» 

,,  to  sex  separation 

(4) 

2 

,,  to  size  of  tenant’s  family  and  presence 

of  sub-tenants  both  (47) 


The  figures  in  brackets  show  the  position  as  at  19i9.  From  this 
it  is  seen,  as  would  be  expected,  that  there  is  a marked  reduction 
in  overcrowding  due  to  size  of  tenant’s  family.  This  reflects  the 
policy  of  abatement  of  overcrowding  involving  the  tenants  only. 
The  number  of  houses  overcrowded  by  the  presence  of  sub-tenants 
is  exactly  the  same  and  this  is  not  surprising  when  it  is  realized 
that  the  number  of  sub-tenant  families  residing  within  the  Burgh 
has  increased  by  12  from  1949. 

No  explanation  is  possible  of  the  increase  in  the  overcrowding 
being  due  to  the  presence  of  lodgers.  The  remaining  two  reasons 
show  a reduction. 

Overall  there  is  improvement  to  be  recorded  which  is  satisfactory. 


Housing  Requirements — Abatement  of  Overcrowding 

The  following  table  shows  the  number  and  size  of  houses  required 
to  abate  overcrowding.  The  table  shows  also  the  requirements  in 
this  connection  existing  at  1945  and  1949  for  comparative  purposes 
and  to  allow  of  a measurement  of  improvement  taking  place. 
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Size  of  House  Required 

Total 

1 

2 

3 

4 

5 

6 + 

1953—  1935 

6 

72 

819 

516 

112 

23 

1,548 

Tenants  - 1944 

— 

1 1 

540 

564 

292 

141 

1,548 

Sub-tenants  1935 

156 

457 

146 

5 

1 

765 

1944 

2 

147 

481 

120 

14 

1 

765 

Total  - 1935 

162 

529 

965 

521 

113 

23 

2,313 

1944 

2 

158 

1,021 

684 

306 

142 

2,313 

1949— 

Tenants  and  1935 

238 

510 

1,204 

768 

163 

20 

2,903 

Sub-tenants  1944 
1945- 
Tenants  and 

2 

196 

1,150 

958 

421 

176 

2,903 

Sub-tenants 

502 

1,018 

2,079 

1,358 

339 

39 

5,335 

In  this  table  and  in  all  other  tables  where  rehousing  requirements 
are  given,  the  comparative  figures  as  to  rehousing  on  the  1935 
standard  and  the  1944  standard  are  given. 

It  will  be  seen  from  the  foregoing  figures  that  there  is  a reduction 
of  590  in  the  total  requirements  as  compared  with  1949. 


1944  Standard 

The  table  which  follows  shows  the  extent  to  which  overcrowding 
would  increase  if  the  above  standard  was  applied  as  the  over- 
crowding standard. 

For  comparative  purposes  the  position  as  shown  by  the  1949 
and  1945  surveys  is  given  in  the  tables  which  follow. 


Survey 

Size  ani 

d Number  of  Houses 
Overcrowded 

Total 

1 

2 

3 4 5 

<1+ 

1945 

629 

4,273 

2,689  772  104 

12 

8,479 

1949 

256 

2,840 

2,258  1 712  174 

7 

6,247 

1953 

196 

2,552 

2,021  1 735  1 175 

4 

5,683 
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The  following  table  shows  the  number  of  houses  which  would  be 
required  to  abate  overcrowding  if  the  1944  standard  was  the 
standard  of  overcrowding. 


Survey 

Size  and  Number  of  Dwelling- 
houses  REQUIRED  TO  ABATE  OVER- 
CROWDING 

Total 

1 

2 

3 

4 

5 6 -f- 

1915 

— 

853 

3,718 

2,810 

1,194  459 

9,034 

1949 

4 

471 

2,685 

2,162 

835  339 

6,493 

1953 

5 

417 

2,645 

1,787 

754  1 279 

5,887 

Reasons  for  Overcrowding 

The  reason  for  the  overcrowding  existing  when  the  recommended 
standard  is  applied  shows  that  the  overcrowding  is  due  in — 


4,484  instances  to  size  of  tenant’s  family  (5,014) 

1,051  ,,  ,,  presence  of  sub-tenants  (1,032) 

114  „ „ lodgers  (61) 

34  ,,  ,,  both  tenant’s  and  sub-tenant’s 

families  (144) 


Non-overcrowded  Houses  and  Houses  over  £45  Annual 
Rental 

In  all  1,187  sub-tenant  families  were  found  to  be  residing  in 
non-overcrowded  houses  while  77  were  residing  in  houses  over 
£45  annual  rental — a total  of  1,264  as  compared  with  1,183  at 
1949.  The  number  and  sizes  of  houses  required  to  rehouse  these 
families  is  seen  from  the  following  table. 


Type  of 
House 

Rehousing 

Standard 

Size  of 

House  Require 

Total 

1 

2 

3 

4 

5 

6 + 

Non-overcrowded 

1935 

540 

562 

83 

2 

— 

— 

1,187 

1944 

16 

528 

588 

55 

— 

— 

1,187 

Over  £45  Annual  Rental 

1935 

40 

29 

8 





— 

77 

1944 

9 

30 

35 

3 

— 

— 

77 

Totals 

1935 

580 

591 

91 

2 



— 

1 ,264 

1944 

25 

558 

623 

58 

— 

1,264 
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Uninhabitable  Houses 

It  will  be  seen  from  the  table  which  follows  that  there  are  in  all 
2,969  unfit  houses  as  compared  with  3,498  at  the  1949  survey. 
This  shows  a decrease  of  529. 

The  reporting  of  a decrease  in  the  number  of  such  houses  is 
indeed  a pleasure  for  the  following  reasons  : — 

(1)  It  means  that  there  is  an  increase  in  the  number  of  families 
adequately  and  satisfactorily  housed. 

(2)  It  reflects  the  timeous  decision  of  the  Corporation  to  deal 
with  such  houses. 

(3)  The  control  of  major  and  minor  nuisances  which  result. 

(4)  The  fact  that  it  assists  in  controlling  the  number  of  properties 
required  to  be  dealt  with  because  deterioration  has  resulted 
in  the  properties  becoming  dangerous. 

(5)  It  controls  also  to  some  extent  the  abandonment  of  property. 

(6)  The  improvement  in  public  health  which  will  result  from  the 
closing  of  these  insanitary  and  uninhabitable  houses. 

That  the  policy  in  dealing  with  such  houses  should  continue 
should  not  need  to  be  emphasised  since  the  figures  speak  for  them- 
selves. 


The  following  table  sets  forth  in  detail  the  number  of  such 
houses  within  the  Burgh  together  with  figures  relating  to  this  class 
of  house  at  the  1949  survey. 


Size 

of  Dwelling-house 

Survey 

Total 

1 

2 

3 

4 

5 

6 + 

1949 

750 

2,243 

440 

45 

15 

5 

3,498 

1953 

608 

1,912 

389 

44 

12 

4 

2,969 

Of  the  total  of  2,969  unfit  houses  1,034  were  found  to  be  over- 
crowded as  compared  with  1,419  at  1949.  This  shows  an  improve- 
ment which  is  gratifying.  The  reasons  for  the  overcrowding  existing 
will  be  seen  from  the  table  appended. 


Survey 

Tenant 

Sub- 

Letting 

Lodgers 

Sex 

Separat’n 

Tenant 
and  Sub- 
Tenant 

Total 

1949 

1,240 

159 

6 

7 

7 

1,419 

1953 

847 

160 

19 

7 

1 , 

1,034 

In  all  256  sub-tenant  families  were  found  to  be  residing  in  unfit 
houses. 
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Rehousing  Requirements  of  Families  Residing  in  Unfit 
Houses 

The  table  which  follows  shows  the  number  of  houses  required  to 
rehouse  all  families  residing  in  unfit  houses.  It  should  be  noted  that 
included  in  the  total  number  of  unfit  houses  are  100  houses  which  at 
the  time  of  the  survey  were  empty  or  wholly  sub-let.  These  houses 
have  been  ignored  in  assessing  the  requirements  of  the  houses  in 
this  class  since  either  the  empty  houses  are  in  process  of  being 
dealt  with  as  unfit  or  in  the  case  of  those  wholly  sub-let,  provision 
has  been  made  for  the  rehousing  of  the  families  as  sub-tenants. 


Family 

Size  of  House  Required 

i > 1 

Total 

Standard 

1 2 

3 

4 

5 

6 + 

Tenants 

1935 

996,  1,128 

666 

76 

3 



2,869 

1944 

478  651 

1,366 

327 

43 

4 

2,869 

Sub-tenants  .... 

1935 

SO;  136 

37 

3 

256 

1944 

7 83 

134 

29 

2 

1 

256 

Totals  .... 

1935 

1,076  1,264 

703 

79 

3 



3,125 

1944 

485  734 

1,500 

356 

45 

5 

3,125 

The  total  number  of  houses  required  for  the  above  purpose  at 
the  1949  Survey  was  3782. 


Families  Residing  in  Requisitioned  Huts,  etc. 

In  assessing  the  total  housing  requirements  of  the  Burgh, 
provision  must  be  made  for  the  rehousing  of  families  residing  at 
present  in  requisitioned  huts,  etc.  The  information  obtained  as  a 
result  of  the  survey  has  revealed  that  53  houses  would  be  required 
for  the  rehousing  of  such  families  as  shown  in  the  following  table. 
This  shows  there  has  been  a reduction  of  236  since  1949. 


Size  of  House  Required 

Family 

Rehousing 

Total 

Standard 

1 

2 3 

4 

5 

6 + 

Tenants 

1935 

10 

11  22 

7 

1 



51 

1944 

4 

6 15 

15 

9 

2 

51 

Sub-tenants  .... 

1935 

1 

1 







2 

1944 

1 1 

— 

— 

— 

2 

Totals  .... 

1935 

11 

12  22 

7 

1 



53 

1944 

4 

7 1 16 

15 

9 

2 

53 
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Assessment  of  Net  Requirements — Provision  of  New  Houses 

The  foregoing  sections  of  this  report  have  been  devoted  to 
showing  the  requirements  under  each  heading  of  the  housing  prob- 
lem in  an  effort  to  show  how  the  figures  in  the  following  table  are 
arrived  at.  The  term  “ houses  rendered  vacant  ” refers  to  fit  houses 
which  will  be  rendered  vacant  by  decrowding  operations.  Such 
houses  can  be  used  in  meeting  the  requirements  of  some  of  the 
families  for  whom  provision  must  be  made. 

The  table  referred  to  shows  the  gross  as  well  as  the  net  require- 
ments. The  gross  figure  shows  that  a total  of  6,755  houses  are 
required,  a decrease  of  1,402  from  the  1949  Survey  when  8,157 
houses  were  required.  The  net  number  of  houses  required  after 
making  allowance  for  families  being  accommodated  in  the  houses 
which  will  be  rendered  vacant  is  5,207  as  compared  with  6,035  at 
the  1949  Survey,  a decrease  of  828. 


Houses  Required 
To 

Rehousing 

Standard 

Size 

of  House  Required 

Totals 

1 

2 

3 

4 

5 

0 + 

Abate  overcrowding 

1935 

162 

529 

965 

521 

113 

23 

2,313 

1944 

2 

158 

1,021 

684 

306 

142 

2,313 

Rehouse  families  in  unfit 

1935 

1,076 

1,264 

703 

79 

3 



3,125 

houses  

1944 

485 

734 

1,500 

356 

45 

5 

3,125 

Rehouse  families  in  requisi- 

1935 

11 

12 

22 

7 

i 



53 

tioned,  etc.,  huts 

1944 

4 

7 

16 

15 

9 

2 

53 

Rehouse  sub-tenants  in  fit 
non-overcrowdedhousesand 
houses  of  £45  and  over  £45 

1935 

580 

591 

91 

2 

1,264 

! annual  rental 

1944 

25 

558 

623 

58 

— 

— 

1,264 

Total 

1935 

1,829 

2,396 

1,781 

609 

117 

23 

6,755 

1944 

516 

1,457  3,160 

1,113 

360 

149 

6,755 

Deduct  houses  rendered  vacant' 

89 

899 

455 

91 

14 

— 

1,548 

New  houses  required 

1935 

1,740  1,497 

1,326 

518 

103 

23 

5,207 

1944 

427 

558 

2,705 

1,022 

346 

149 

5,207 

Sub-Tenants 

This  aspect  of  the  housing  problem  is  the  only  one  which  shows 
an  increase  from  the  1949  Survey  when  the  total  was  2,275,  the  in- 
crease being  12.  There  are  within  the  Burgh  a total  of  2,287  sub- 
tenants. 


The  following  table  shows  the  number  of  sub-tenants  residing 
in  each  ward  in  the  Burgh. 


Ward 

f ■ f r i 

Total 

1 

2 

3 

4 

5 

6 

7 

8 

9 

427 

261 

211 

196 

293 

250 

189 

154 

306 

2,287 
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Degree  and  Extent  of  Sub-Letting 

From  the  tables  which  follow,  the  degree  and  extent  of  sub- 
letting within  the  Burgh  are  to  be  seen.  It  is  pleasing  to  report 
that  the  number  of  houses  with  two  or  more  sub-tenant  families 
in  residence  has  decreased.  From  the  reasons  for  overcrowding 
existing,  it  is  noted  that  the  number  of  cases  of  overcrowding 
due  to  the  presence  of  sub-tenants  has  decreased. 

The  tables  referred  to  show  that  there  are  2,287  sub-tenant 
families  residing  in  2,198  houses.  This  reflects  the  fact  that  there  is 
a lesser  number  of  houses  with  two  or  more  sub-tenants,  a feature 
which  is  desirable. 


Class 

of 

House 

Degree  of  Sub-letting 

Grand 

Total 

Local  Authority 

Privately  Owned 

Sul 

)-Tena 

QtS 

Sub-Tenants 

i 

2 

3 

4 

5 

6 

Total 

i 

2 

3 

4 

5 

6 

Total 

1 and  2 

3 

4 

993 

10 

55 

— 

— 

— 

— 

1,103 

10 

876 

231 

2 

22 

6 

2 

1 

— 

- 

— 

926 

246 

2 

2,029 

256 

2 

Totals 
at  1953 

1,003 

55 

— 

— 

— 

— 

1,113 

1,109 

28 

3 

..  I . 

— 

1,174 

2,287 

Totals 
at  1949 

900 

62 

1 

— 

— 

— 

1,027 

1,121 

% 

CO 

1 1 

— 

1,248 

2,275 

Class 

of 

House 

Extent  of  Sub  letting 

Grand 

Total 

Local  Authority 

Privately  Owned 

Size  of  House 

S 

ize  of  House 

i 

2 

3 

4 

5 

6 

Total 

i 

2 

3 

4 

5 

6 

Total 

1 and  2 

3 

4 

2 

3 

105 

3 

519 

2 

342 

2 

76 

4 

1,048 

10 

15 

27 

284 

141 

250 

58 

2 

165 

8 

82 

3 

104 

1 

900 

238 

2 

1,948 

248 

2 

Totals 
at  1953 

5 

108 

521 

344 

76 

4 

1,058 

42 

425 

310 

173 

85 

105 

1,140 

2,198 

Totals 
at  1949 

5 

124 

457 

307 

67 

4 

964 

37 

452 

329 

169 

82 

110 

1,179 

2,143 

The  number  of  sub-tenant  families  living  in  the  individual  class 
of  house  is  as  follows  : — 


Overcrowded  houses  

765 

(781) 

Non-overcrowded  houses 

1,187 

(1,113) 

Houses  over  £45  annual  rental 

77 

(70) 

Unfit  houses  

256 

(284) 

Requisitioned  huts,  etc. 

2 

(27) 

2,287  (2,275) 
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Part  II 

Comparisons 

As  will  be  seen  from  the  foregoing  sections  of  this  report,  com- 
parisons have  been  given.  In  comparing  the  figures  obtained  at 
the  present  survey  with  those  obtained  at  the  previous  survey  in  1949 
there  are  several  points  worthy  of  special  mention. 

(1)  The  number  of  one,  two  and  three  apartment  houses 
required. 

(2)  The  fact  that  there  is  no  surplus  of  fit  houses,  i.e.  all  houses 
rendered  vacant  can  be  used  in  making  provision  for  the 
smaller  families  requiring  one  and  two  apartment  houses. 

(3)  The  decrease  in  the  number  of  unfit  houses. 

(4)  The  decrease  in  the  total  number  of  overcrowded  houses. 

(5)  The  increase  in  the  total  number  of  sub-tenants. 

In  comparing  the  number  of  one,  two  and  three  apartment 
houses  required,  allowance  must  be  made  for  the  fact  that  the  sub- 
tenants require,  owing  to  size  of  family,  a relatively  large  number 
of  such  houses.  A perusal  of  the  table  showing  the  number  of 
families  of  the  various  sizes  shows  that  there  is  a large  number 
of  small  families  particularly  of  two,  three  and  four  persons. 

Turning  to  the  requirements  of  the  families  living  in  unfit 
houses,  it  is  found  that  again  the  requirements  are  in  the  main  one, 
two  and  three  apartment  houses.  Since  this  class  of  house  is 
subject  to  decrowding  within  the  Corporation  policy,  it  is  only  logical 
to  assume  that  many  married  couples,  newly  married  or  with  one 
or  two  children  at  the  most  who  were  previously  sub-tenants, 
have  become  tenants  of  such  houses. 

The  fact  that  there  is  no  surplus  of  fit  houses  is  answered  by  the 
foregoing. 

The  decrease  in  the  number  of  overcrowded  houses  reflects 
the  Corporation’s  Housing  Policy  in  this  matter. 

So  far  as  the  unfit  house  is  concerned  it  should  be  clear  from 
what  has  been  said  already  that  the  decrease  is  due  to  the  timeous 
and  wise  decision  of  the  Corporation  in  dealing  with  this  class  of 
house  in  terms  of  the  Housing  (Scotland)  Act,  1950. 

Referring  to  the  point  regarding  sub-tenants,  the  reason  for 
the  increase  is  not  hard  to  seek  since  no  major  priority  was  given 
in  the  last  four  years  to  the  rehousing  of  sub-tenants.  It  should 
be  noted  that  in  the  period  between  the  1945  and  the  1949  surveys 
a large  number  of  temporary  houses  were  erected  and  utilised  for  the 
rehousing  of  such  families.  As  will  be  seen  from  the  figures,  this 
aspect  comes  second  so  far  as  requirements  are  concerned.  Further 
reference  will  be  made  to  this  fact  in  the  recommendations  of  this 
report. 
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Rehousing  Standards 

As  a result  of  the  previous  survey  report,  the  Corporation 
agreed  to  apply  the  1944  standard  generally  as  the  standard  of 
rehousing.  The  result  of  so  doing  has  controlled  and  will  continue 
to  control  overcrowding  in  Local  Authority  houses.  The  applica- 
tion of  this  standard  does  allow  of  families  being  rehoused  in  houses 
of  a size  where  there  is  a chance  of  living  a full  family  life. 

Local  Authority  Houses 

The  number  and  sizes  of  the  houses  belonging  to  the  L ocal 
Authority  which  were  surveyed  and  included  in  the  total  of  20,533 
comprise  the  following. 


Survey 

Size  of 

House 

Total 

1 

2 

3 

4 | 5 

6 + 

1949 

1953 

167 

126 

993 

888 

3,542 

3,987 

1,298  ! 250 
1,799  386 

17 

14 

6,267 

7,200 

Of  this  number  933  or  10.2%  of  the  fit  houses  were  found  to 
be  overcrowded.  The  number  and  sizes  of  the  affected  houses 
were  as  follows  : — 


Size  of  House 

Survey 

Total 

1 

2 

3 

4 

5 

6 + 

1949 

16 

294 

639 

190 

41 

2 

1,182 

1953 

14 

188 

573 

138 

19 

1 

933 

This  total  shows  a decrease  of  249  from  the  1949  survey. 

The  reasons  for  overcrowding  in  this  class  of  house  were  found 
to  be  as  follows  : — 


in  536  instances  due  to  size  of  tenant’s  family  (741) 

,,  377  „ „ ,,  size  of  sub-tenant’s  family  (396) 

,,18  ,,  „ „ presence  of  lodgers  (10) 

„ 1 „ „ „ sex  separation  (1) 

„ 1 „ „ „ Size  of  both  tenants  and 

sub-tenant’s  families.  (34) 


The  figures  in  brackets  relate  to  the  position  at  1949. 


16 


It  is  particularly  pleasing  to  note  that  overcrowding  due  to  the 
last  mentioned  reason  has  been  reduced  to  1. 

Sub  Letting 

The  total  number  of  sub-tenant  families  residing  in  Local 
Authority  houses  was  found  to  be  1,113  as  compared  with  1,027 
in  1949  and  1,187  at  1945. 


Part  III 

POPULATION  DETAILS 

Age  Grouping 

The  figures  revealed  by  the  survey  relative  to  the  age  grouping 
of  the  population  within  the  Burgh  make  a most  interesting  study, 
as  apart  altogether  from  the  value  they  are  to  departments  such  as 
the  Medical  Officer  of  Health. 

The  table  which  follows  gives  that  grouping  as  at  the  present 
survey  together  with  the  figures  at  1949.  An  estimated  figure  was 
arrived  at  for  the  residential  premises  other  than  dwelling-houses 
in  order  to  estimate  the  total  population  of  the  Burgh. 


Sex 

Age  Group 

—1 

1/ 

4 

5/ 

9 

10/ 

14 

15/ 

24 

25/ 

34 

35/ 

44 

«' 
o 4 

55/  60/ 

59  64 

65/  75  + 

74 

Total 

1953  Survey- 
Males 

Females  .... 

703 

G70 

2,875 

2,640 

3,479 

3,308 

3,177 

3,225 

6,260 

5,926 

5,443  5,115 
5,504  5,274 

i 

4,462.1,628  1,423 
4,781  1 1,968  1,893 

1.986  757 

2,454  1,122 

37.30- 
3-.  765 

Total 

Estimated  Total 

1,373 

5,515 

6,787 

6,402 

12,186  10,947 

10,389 

9,243 

3,596 

3,316 

4,440  1,879 

76,073 

1,373 

5,515 

6,787 

6,402 

12,323 

11.061 

10,506 

9.335 

3,669 

3,376 

4,562  1,994 

76,903 

1949  Survey — 
Total 

1,400 

5,671 

6,500 

6,577 

13,019 

11,851 

10,944 

9,035 

3,522 

3,184 

4,532  1,712 

78,035 

It  will  be  seen  from  the  foregoing  that  the  estimated  population 
of  the  Burgh  as  revealed  by  the  survey  is  70,903.  This  shows  a 
decrease  from  the  amended  census  figure  of  77,181. 

Families 

A table  giving  details  of  the  sizes  of  families  residing  within  the 
Burgh  is  appended.  Reference  must  be  made,  it  is  felt,  to  the 
large  number  of  families  comprising  two,  three  and  four  persons. 

Part  IV 

SUMMARY  AND  RECOMMENDATIONS 

It  should  be  obvious  that  in  a report  of  such  detail  a summary 
of  its  contents  is  necessary  before  proceeding  to  the  question  of 
recommendations  : — 

(1)  The  number  of  houses  within  the  Burgh  has  increased  by 

753. 
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(2)  The  number  of  overcrowded  houses  has  been  reduced  by  574. 

(3)  The  number  of  unfit  houses  has  been  reduced  due  to  the 
Corporation’s  policy  in  dealing  with  such  houses  by  529. 

(4)  The  number  of  sub-tenant  families  has  increased  by  12. 

(5)  The  number  of  new  houses  required  shows  a decrease  of 
828.  At  the  same  time  it  is  noted  that  there  is  an  increase 
in  the  number  of  one  and  two  apartment  houses  required. 

(6)  It  is  clear  that  the  rehousing  of  families  must  be  based  on 
the  1944  recommended  standard  in  every  instance. 

Recommendations 

In  the  light  of  the  experience  gained  during  the  last  four  years, 
and  during  the  survey  under  review,  as  well  as  a careful  considera- 
tion of  all  the  information  obtained,  I have  to  make  the  following 
recommendations  : — 

(1)  The  Corporation  should  make  representation  to  secure 
amendment  of  the  Housing  and  Planning  Legislation  to 
ensure  that  all  houses  are  subject  to  the  same  control  and 
not  merely  those  under  £45  annual  rental.  Acknowledg- 
ment must  be  made  here  of  the  co-operation  received  from 
the  vast  majority  of  householders  within  the  Burgh. 

(2)  The  Corporation  continue  with  the  present  policy  which  is 
aimed  at  the  elimination  of  the  uninhabitable  house  and  that 
rehousing  priorities  be  in  the  following  order  : — 

(a)  The  uninhabitable  house. 

(b)  The  sub-tenant  family. 

(c)  Abatement  of  overcrowding. 

(i d ) Cases  recommended  by  the  Medical  Officer  of  Health. 

(3)  That  these  individual  aspects  of  the  whole  housing  problem 
be  dealt  with  concurrently  in  the  following  percentages  : — 


(a)  The  uninhabitable  house  ....  ....  ....  40% 

( b ) The  sub-tenant  family  30% 

(c)  Abatement  of  overcrowding  20% 

{ d ) Cases  recommended  by  the  Medical  Officer  of 

Health  10% 


(4)  In  view  of  the  number  of  small  families  for  whom  accom- 
modation will  be  required,  the  Corporation  apply  in  full  the 
powers  available  to  them  under  the  Housing  (Scotland) 
Act,  1950,  to  secure  the  removal  of  affected  families  who  may 
be  unwilling  to  move  to  alternative  accommodation.  This 
is  essential  if  the  best  use  is  to  be  made  of  the  available 
accommodation. 
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TABLE  SHOWING  NUMBER,  SIZE  AND  CLASS  OF  HOUSES 

SURVEYED 


Ward 

Class 

Size  or  House 

Totals 

House 

1 

2 

3 

4 

5 

6-4- 

1 

— 

292 

897 

220 

35 

9 

1,453 

2 

25 

460 

52 

1 

2 

1 

541 

1 

3 

4 

- 

219 

16 

— 

— 

310 

Total 

100 

971 

965 

221 

37 

10 

2,304 

i 

1 

248 

794 

513 

109 

8 

1,673 

2 

— 

34 

2 

— 

— 

— 

36 

2 

3 

4 

7 

5 

1 

' — 

— 

— 

13 

Total 

8 

287 

797 

513 

109 

8 

1,722 

1 

2 

214 

330 

97 

34 

7 

684 

2 

43 

534 

126 

5 

1 

i 

710 

3 

3 

4 

101 

218 

14 

3 

1 

— 

337 

Total 

146 

966 

470 

105 

36 

8 

1,731 

1 

2 

104 

179 

45 

54 

23 

407 

2 

86 

257 

271 

100 

10 

7 

731 

4 

3 

46 

389 

141 

16 

2 

4 

598 

4 

— 

1 

— 

— 

— 

— 

1 

Total 

134 

751 

591 

161 

66 

34 

1,737 

1 

3 

264 

595 

393 

114 

13 

1,382 

2 

72 

455 

126 

5 

— 

1 

659 

5 

3 

4 

68 

268 

43 

5 

— 

= 

384 

Total 

143 

987 

764 

403 

114 

14 

2,425 

i 

5 

259 

306 

81 

16 

3 

670 

2 

44 

551 

274 

22 

7 

2 

900 

6 

3 

219 

505 

96 

13 

4 

— 

837 

4 

4 

4 

2 

— 

— 

— 

10 

Total 

272 

1,319 

678 

116 

27 

5 

2.417 

i 

50 

253 

568 

210 

89 

46 

1,216 

2 

15 

207 

105 

19 

4 

3 

353 

7 

3 

92 

295 

70 

4 

4 

— 

465 

4 

— 

5 

1 

— 

— 

— 

6 

Total 

157 

760 

744 

233 

97 

49 

2,040 

1 

12 

59 

437 

574 

474 

810 

2,366 

2 

1 

1 

14 

8 

5 

1 

30 

8 

3 

— 

11 

8 

3 

1 

— 

23 

4 

20 

14 

1 

— 

— 

— 

35 

Total 

33 

85 

460 

585 

4S0 

811 

2,454 

i 

1 

306 

1,836 

1,214 

311 

24 

3,692 

2 

— 

4 

4 

— 

1 

— 

9 

9 

3 

4 

— 

2 

— 

— 

= 

2 

Total 

1 

312 

1,S40 

1,214 

312 

24 

3,703 

1 

76 

1 ,999 

5,942 

3,347 

1,236 

943 

13,543 

2 

286 

2,503 

974 

160 

30 

16 

3,969 

Grand 

3 

608 

1,912 

389 

44 

12 

4 

2,969 

Total 

4 

24 

24 

4 

— 

— 

— 

52 

994 

6,438 

7,309 

3,551 

1.27S 

963 

20,533 
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TABLE  SHOWING  NUMBER  OF  HOUSES  UNDER  AND  OVER  £45  ANNUAL 

RENTAL 


Ward 

Annual 

Rental 

Size 

OF  Dw 

ELLING-HOUSE 

Total 

Grand 

Totals 

1 

2 

3 

4 

5 

6 + 

£45  and  under  .... 

100 

971 

965 

221 

37 

8 

2,302 

1 

Over  £45 

— 

— 

— 

— 

— 

2 

2 

2,304 

£45  and  under  .. 

3 

287 

797 

513 

109 

7 

1,721 

2 

Over  £45 

- 

— 

— 

— 

— 

1 

1 

1,722 

£45  and  under  .... 

146 

966 

470 

105 

36 

7 

1,730 

3 

Over  £45 

— 

— 

— 

— 

— 

1 

1 

1,731 

£45  and  under  ... 

134 

751 

591 

161 

65 

27 

1,729 

4 

Over  £45 

— 

— 

— 

— 

1 

7 

8 

1,737 

£45  and  under  .... 

143 

987 

764 

403 

114 

14 

2,425 

5 

Over  £45 

— 

— 

— 

— 

— 

— 

2,425 

£45  and  under 

272 

1,319 

678 

116 

27 

5 

2,417 

6 

Over  £45 

— 

— 

— 

— 

— 

— 

— 

2,417 

£45  and  under 

157 

760 

744 

232 

90 

32 

2,015 

7 

Over  £45 

— 

— 

— 

1 

7 

17 

25 

2,040 

£45  and  under  .... 

33 

85 

457 

542 

342 

143 

1,602 

8 

Over  £45 

- 

3 

43 

138 

668 

852 

2,454 

£45  and  under 

1 

312 

1,840 

1,213 

312 

20 

3,698 

0 

Over  £45 

— 

— 

— 

1 

4 

5 

3,703 

£45  and  under  .... 

994 

6,438 

7,306 

3,506 

1,132 

263 

19,639 

Totals 

Over  £45 

— 

— 

3 

45 

146 

700 

894 

20,533 

TABLE  SHOWING  TYPE  OF  DWELLING-HOUSE  SURVEYED 


Ward 

Type 

of  Dwelling 

HOUSE 

Total 

Tenement 

Flatted 

Villa 

Cottage 

Miscellaneous 

1 

2,217 

ii 

52 

24 

— 

2,304 

2 

523 

312 

562 

325 

— 

1 ,722 

3 

1,512 

143 

53 

23 

— 

1,731 

4 

1,710 

* 

15 

3 

2 

1,737 

5 

2,223 

59 

110 

33 

— • 

2,425 

6 

2,263 

0 

146 

1 

1 

2,417 

7 

1,954 

45 

19 

5 

17 

2,040 

8 

1,077 

390 

756 

175 

56 

2,454 

9 

611 

894 

1,466 

732 

— 

3,703 

Total 

14,090 

1,867 

3,179 

1,321 

76 

20,533 

22 


HOUSING  (SCOTLAND)  ACT,  1950 

TABLE  SHOWING  NUMBER  AND  SIZE  OF  FIT  DWELLING-HOUSES 

OVERCROWDED 


Ward 

Size  of  House 

Total 

OVER- 

CROWDED 

1 

2 3 | 4 | 5 

6 + 

i 

11 

• 270 

260  | 38  1 

— 

580 

2 

— 

54 

121 

36  | 1 

— 

212 

3 

13 

216  ! 61  7 5 

— 

302 

4 

17 

88  28  | 8 | — 

— 

141 

5 

35 

195 

79  | 28  2 

— 

339 

6 

15 

199 

59  | 5 | — 

— 

278 

7 

12 

104 

40  | - | - 

1 

157 

8 

1 

4 

3 

— | — 

— 

8 

9 

— 

48 

86 

55  | 19 

1 

209 

Total 

104 

1,178 

737 

177 

28 

2 

2,226 

HOUSING  (SCOTLAND)  ACT,  1950 

TABLE  SHOWING  ANALYSIS  OF  OVERCROWDING  IN  FIT  DWELLING-HOUSES 


Ward 

Reasons  of  Overcrowding 

Total 

Tenant 

Sub-let 

Lodgers 

Sex 

Separation 

Tenant  and 
Sub-tenant 

1 

375 

196 

8 

— 

i 

580 

2 

127 

76 

9 



212 

3 

199 

97 

5 

i 

— 

302 

4 

95 

40 

4 

i 

i 

141 

5 

248 

87 

4 

— 

339 

6 

194 

71 

13 

— 

— 

278 

7 

109 

37 

11 

— 

— 

157 

8 

7 

1 

— 

8 

9 

136 

73 

— 

— 

— 

209 

Total 

1,490 

678 

54 

2 

o 

2,226 

23 


HOUSING  (SCOTLAND)  ACT,  1950 
TABLE  SHOWING  NUMBER  AND  SIZE  OF  HOUSES  REQUIRED 
TO  ABATE  OVERCROWDING 


Ward 

Size  of  House 

TAL 

i 

3 

1 

5 

0 + 

To 

1935 1944 

1935 

1944 

1935 

1944 

1935 1944 

1935 

1944  1935  1944 

1935 

1944 

Tenants 

! 

— 

10 

— 

174 

76 

171 

148 

25 

115 

4 

45 

384 

384 

1 

Sub-tenants 

35 

— 

141 

33 

45 

140 

1 

41 

1 

2 

1 

223 

223 

Total 

35  — 

151 

33 

219 

222 

172 

189 

26 

117 

4 

46 

607 

607 

Tenants 

1 

— 

1 

— 

35 

19 

77 

44 

18 

54 

5 

19 

136 

136 

Sub-tenants 

17  ; 

— 

49 

14 

24 

56 

— 

16 

— 

4 

— 

90 

90 

Total 

17 

— 

50 

14 

59 

75 

77 

60 

18 

58 

5 

19 

220 

220 

Tenants 

1 

— 

11 

2 

150 

109 

38 

71 

2 

10 

8 

7 

205 

205 

3 

Sub-tenants 

22 

— 

65 

21 

18 

67 

1 

17 

— 

1 

106 

106 

Total 

23 

70 

23 

108 

176 

39 

88 

2 

17 

3 

7 

311 

311 

Tenants 

1 

— 

12 

3 

01 

44 

23 

42 

4 

5 

7 

101 

101 

4 

Sub-tenants 

14 

1 

25 

12 

4 

31 

— 

2 

— 

— 

— 

46 

46 

Total 

15 

1 

40 

15 

35 

75 

23 

44 

4 

5 

— 

7 

147 

147 

Tenants 

2 

— 

13 

4 

132 

113 

80 

78 

23 

37 

2 

20 

252 

252 

5 

Sub-tenants 

27 

— 

60 

25 

10 

63 

. 

15 

— 

— 

— 

103 

103 

Total 

29 

— 

73 

29 

148 

176 

80 

93 

23 

37 

2 

20 

355 

355 

Tenants 

. 

— 

14 

149 

104 

40 

82 

4 

18 

3 

207 

207 

6 

Sub-tenants 

10 

— 

40 

18 

15 

49 

1 

9 

2 

— 

78 

78 

Total 

10 

60 

18 

104 

153 

41 

91 

4 

20 

— 

3 

285 

285 

Tenants 

2 

— 

9 

2 

82 

48 

27 

58 



12 

120 

120 

7 

Sub-tenants  .... 

13 

— 

20 

13 

6 

21 

— 

4 

— 

1 

— 

— 

39 

39 

Total 

15 

— 

29 

15 

88 

69 

27 

02 

— 

13 

— 

— 

159 

159 

Tenants 

— | 

— 

1 



2 

1 

4 

5 



1 

7 

7 

8 

Sub-tenants 

— 

— 

— 



1 

— 

— 

1 

— 

— 

— 

i 

1 

Total 

— 

— 

1 

— 

3 

1 

4 

6 

— 

1 

— 

— 

8 

8 

Tenants 

— 

— 

1 

— 

34 

26 

56 

36 

36 

34 

9 

40 

136 

136 

9 

Sub-tenants 

12 

1 

48 

11 

17 

48 

2 

15 

— 

4 

— 

79 

79 

Total 

12 

49 

11 

51 

74 

58 

51 

36 

38 

9 

40 

215 

215 

Total 

Tenants 

0 

— 

72 

11 

819 

540 

516 

504 

112 

292 

23 

141 

1548 

1543 

Sub-tenants 

150 

2 

457 

147 

140 

481 

5 

120 

l 

14 

— 

1 

765 

765 

Total 

102 

2 

529 

158 

965 

1021 

521 

684 

113 

306 

23 

142 

2313 

2313 

24 


1944  STANDARD 

TABLE  SHOWING  NUMBER  AND  SIZE  OF  HOUSES  OVERCROWDED  AND 
NUMBER  OF  ADDITIONAL  HOUSES  REQUIRED  WHEN  THE  1944 
RECOMMENDED  STANDARD  IS  APPLIED  AS  THE  STANDARD  OF 

OVERCROWDING 


Size  of  House 

Total 

1 

2 

3 

4 

5 

0 + 

Fit  overcrowded  houses  .... 

196 

2,552 

2,021 

735 

175 

4 

5,683 

Houses  required  to  abate  over- 
1 crowding 

5 

417 

2,645 

1,787 

754 

279 

5,887 

Deduct  houses  rendered  vacant 

179 

2,188 

1,594 

551 

120 

— 

4,632 

Estimate  of  new  houses  required 

— 

— 

1,051 

1,236 

034 

279 

3,200 

Surplus  Houses 

174 

1,771 

— 

— 

— 

1,945 

Add  houses  required  for — 
Unfit  Houses 

485 

734 

1,500 

356 

45 

5 

3,125 

l Non-overcrowded  subtenants 

Sub-tenants  in  houses  £45  + 

19 

396 

334 

25 

— 

— 

774 

Requisitioned  houses,  huts,  etc 

4 

7 

16 

15 

■9 

2 

53 

Total  .... 

508 

1,137 

1,850 

396 

54 

7 

3,952 

Net  total  required — 
Overcrowding  .... 
Total  required — 
Unfit  houses,  etc 

508 

1,137 

1,051 

1,850 

1,236 

396 

634 

54 

279 

7 

3,200 

3,952 

| Total  .... 

508 

1,137 

2,901 

1,632 

6S8 

286 

7,152 

Surplus  Houses 

174 

1,771 

— 

— 

— 

— 

1,945 

Total  Houses  required 

334 

- 

2,901 

1,632 

688 

286 

5,841 

Surplus  Houses 

— 

634 

— 

— 

— 

— 

634 

Net  total  after  utilising  surplus 
two-apartment  houses  to  re- 
house persons  requiring  one- 
1 apartment  houses 

2,901 

1,632 

688 

286 

5,507 

Surplus  Houses 

— 

300 

— 

— 

— 

300 

25 


1944  STANDARD 

TABLE  SHOWING  ANALYSIS  OF  OVERCROWDING  IN  FIT  HOUSES 
WHEN  THE  ABOVE  STANDARD  IS  APPLIED  AS  THE  STANDARD 
OF  OVERCROWDING 


Reasons  of  Overcrowding 

Total 

Tenant 

Sub-let 

Lodgers 

Sex 

Separation 

Tenant  and 
Sub-tenant 

1 

906 

249 

12 

— 

14 

1,181 

2 

475 

127 

33 

2 

637 

3 

505 

131 

5 

4 

645 

4 

249 

58 

8 

— 

3 

318 

5 

646 

152 

4 

— 

5 

807 

6 

534 

117 

22 

— 

3 

676 

7 

267 

51 

23 

— 

3 

344 

8 

36 

9 

1 

— 

— 

40 

9 

866 

157 

6 

1 - 

— 

1,029 

Total 

4,484 

1,051 

! 

114 

34 

5,683 

26 


TABLE  SHOWING  NUMBER  AND  SIZE  OF  HOUSES  REQUIRED  TO  REHOUSE 
SUB-TENANTS  RESIDING  IN  NON-OVERCROWDED  FIT  HOUSES  AND  IN 
HOUSES  OVER  £45  ANNUAL  RENTAL 


Ward 

Type  of  House 

1-APT 

2-apt 

3-apt 

4- APT 

5-apt 

0 + APT 

Total 

1935 

1944  1935 

1944 

1935 

1944 

1935  1944  1935  1944  1935  1944 

1935 

1944 

Non -Overcrowded 

57 

2 

96 

54 

15 

99 

— 

13 





108 

168 

1 

Over  £45 

1 

— 

1 

1 

— 

1 

— 

— 

— 

— 

— 

— 

2 

2 

Total 

58 

2 

97 

55 

15 

100 

— 

13 

- 

— 

— 

— 

170 

170 

Non -Overcrowded 

79 



80 

79 

11 

85 



6 



_ 





170 

170 

2 

Over  £45 

— 

Total 

79 

— 

80 

79 

11 

85 

— 

6 

— 

— 

— — 

170 

170 

Non  - Overcrowded 

45 

1 

34 

44 

7 

35 



6 









86 

86 

3 

Over  £45 

- 

Total 

45 

1 

34 

44 

7 

35 

— 

6 

— 

— 

— — 

86 

86 

Non  - Overcrowded 

40 

5 

37 

37 

6 

39 

1 

3 









84 

84 

4 

Over  £45 

— 

1 

— 

1 

— 

— 

— 

— 

— 

— 

1 

1 

Total 

40 

5 

38 

37 

0 

40 

1 

3 

— 

— 

— 

— 

85 

S5 

Non  -Overcrowded 

77 

1 

70 

70 

11 

74 

1 

8 









159 

159 

5 

Over  £45 

— 

Total 

77 

1 

70 

76 

11 

74 

1 

8 

— 

— 

— 

— 

159 

159 

Non  - Overcrowded 

48 

1 

53 

49 

5 

53 



3 









106 

106 

0 

Over  £45 

Total 

48 

1 

53 

49 

5 

53 

— 

3 

— 

— 

— 

— 

106 

106 

Non  -Overcrowded 

54 

1 

42 

55 

5 

42 



3 









101 

101 

7 

Over  £45 

3 

— 

3 

3 

1 

3 

— 

1 

— 

— 

— 

— 

7 

i 

Total 

57 

1 

45 

58 

6 

45 

— 

4 

— — 

108 

108 

Non -Overcrowded 

39 

4 

39 

34 

8 

43 



5 



- 

86 

S6 

8 

Over  £45 

30 

9 

24 

26 

7 

30 

— 

2 

— 

— 

67 

67 

Total 

75 

13 

63 

60 

15 

73 

— 

7 

— 

— ' — 

153 

153 

Non -Overcrowded 

101 

1 

111 

100 

15 

118 



S 



227 

227 

!> 

Over  £45 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

— 

Total 

101 

1 

Ill 

100 

15 

118 

— 

8 

— 

— 

227 

227 

Non -Overcrowded 

540 

16 

502 

528 

S3 

588 

2 

55 

1187 

11S7 

Total 

Over  £45 

40 

9 

29 

30 

8 

35 

— 

3 

— 

— 

— 

77 

77 

Non -Overcrowded 

580 

25 

591 

558 

91 

023 

2 

58 

1264 

1264 

and  Over  £45 

27 


TABLE  SHOWING  NUMBER  AND  SIZE  OF  HOUSES  REQUIRED  TO  REHOUSE 
FAMILIES  LIVING  IN  UNFIT  HOUSES 


Ward 

Size  of  House 

Total 

i 

2 

3 

4 

6 + 

1935 

1944 

1935 

1944 

1935 

1944  1935 

1944 

1935  1944  1935 

1944 

1935 

1944 

Tenants 

106 

47  | 

117 

70  | 

69 

138 

3 

37 

— 

3 





295 

295 

1 

Sub-tenants 

8 

22 

8 

3 

22 

1 

3 

— 

— 

— 

1 

34 

34 

Total 

114 

47 

139 

78  ; 

72 

160 

4 

40 

3 

— 

1 

329 

329 

Tenants 

7 

3 

3 

4 

1 

4 

11 

11 

2 

Sub-tenants  .... 

— 

— 

— 

— 

1 

— 

— 

1 

— 

— 

— 

1 

1 

Total 

7 

3 

3 

4 

2 

4 

— 

1 

— 

_ 1 

— 

— 

12 

12 

Tenants 

in 

51 

133 

69 

74 

169 

3 

29 



3 





321 

321 

3 

Sub-tenants 

6 

— 

10 

6 

3 

11 

— 

2 

— 

— 

— 

— 

19 

19 

Total 

117 

51 

143 

75 

77 

180 

3 

31 

— 

3 

— 

— 

340 

340 

Tenants 

179 

83 

231 

128 

155 

284 

19 

79 



8 



2 

584 

534 

4 

Sub-tenants 

22 

— 

32 

26 

10 

30 

1 

8 

— 

1 

— 

— 

65 

05 

Total 

201 

83 

263  154 

165 

314 

20 

87 

— 

9 

— 

2 

649 

649 

Tenants 

121 

46 

150 

88 

83 

188 

10 

39 



4 



1 

366 

366 

5 

Sub-tenants  .. 

8 

1 

18 

7 

5 

20 

— 

3 

— 

— 

— 

— 

31 

31 

Total 

129 

47 

168 

95 

90 

208 

10 

42 

— 

4 

— 

1 

397 

397 

Tenants 

309 

156 

333181 

156 

380 

18 

82 



16 



1 

816 

816 

6 

Sub-tenants  .... 

25 

3 

33 

27 

6 

31 

1 

4 

— 

— 

— 

— 

65 

65 

Total 

334 

159 

366 

o 

00 

162 

411 

19 

86 

_ 

16 

— 

1 

881 

881 

Tenants 

156 

89 

152 

105 

119 

191 

22 

58 

3 

9 





452 

452 

7 

Sub-tenants 

11 

3 

21 

9 

o 

20 

— 

8 

— 

1 

— 

— 

41 

41 

Total 

167 

92 

173 

114 

128 

211 

22 

66 

3 

10 

— 

— 

493 

493 

Tenants 

6 

3 

9 

5 

6 

11 

1 

3 

- 





22 

22 

8 

Sub-tenants  ... 

Total 

6j  3 

9 

1 ^ 

6 

11 

3 

— 

— 

— 

— 

22 

22 

Tenants 

1 



1 

1 

1 

2 

2 

9 

Sub-tenants 

Total 

1 

— 

1 

1 

1 1 

2 

1 2 

T otals 

Tenants 

996478 

1,128 

651 

666 

1,366 

76 

327 

3 

43 

— 

4 

2,869 

2,809 

Sub- tenants 

80  7 

136 

83 

i 37 

134 

3 

29 

— 

2 

— 

1 

256 

256 

1, 0761485 

1,264 

734 

703 

1,500 

79 

356 

3 

45 

1 - 

5 

3,125 

3,125 

TABLE  SHOWING  NUMBER  AND  SIZE  OF  HOUSES  REQUIRED  TO  REHOUSE 
FAMILIES  LIVING  IN  REQUISITIONED  HUTS  ETC. 


Ward 

Size 

of  House 

Total 

1 

2 

3 

4 

5 

6 T 

1935 

1944 

1935 

1944 1935 

1944 

1935 1944 

1935 

1944 

1935 1944 

1935 

1944 

Tenants 

1 

Sub-tenants 

- 

Total  .. 

Tenants 

2 

Sub-tenants 

Total  .. 

Tenants 

— 

3 

Sub-tenants 

Total  .... 

| 

Tenants 

1 





1 





— 

— 







1 

1 

4 

Sub-tenants 

- 

Total  . . 

1 

1 

1 

1 

Tenants 

5 

Sub-tenants 

Total  .... 

- 

— ' — 

Tenants 

4 

2 

1 

2 

2 

2 

3 

i 



3 



10 

10 

6 

Sub-tenants 

— 

— 

1 

“ 

— 

1 

— 

— 

— 

- 



1 

1 

Total  .... 

4 

2 

2 

2 

2 

3 

3 

i 

— 

3 

— — 

11 

11 

Tenants 





3 

2 

3 



i 



1 



5 

5 

7 

Sub-tenants 

1 

— 

— 

1 

— 

— 

- 

— 

— 

— 

1 

i 

i 

Total  .... 

1 

— 

3 

1 

2 

3 

— 

i 

_ 

1 

— — 

6 

6 

Tenants 

5 

2 

7 

3 

18 

10 

4 

13 

1 

5 

2 

35 

35 

8 

Sub-tenants 

Total 

5 

2 

3 

18 

10 

4 

13 

1 

5 

9 

1 

35 

35 

Tenants 

— 

— 

— 

9 

Sub-tenants 

- 

Total  .... 

- 

- 

Totals 

Tenants 

10 

4 

11 

6 

22 

15 

7 

15 

1 

9 

— 2 

51 

51 

Sub-tenants 

1 

1 

1 

— 

1 

— 

— 

1 

2 

2 

11 

4 

12 

7 

22 

16 

7 

15 

1 

9 

— 2 

53 

53 

TABLE  SHOWING  GROSS  REQUIREMENTS  IN  WARDS  AND  NET  REQUIREMENTS  FOR  THE  BURGH 


29 


TABLE  SHOWING  GROSS  REQUIREMENTS  IN  WARDS  AND  NET  REQUIREMENTS  FOR  THE  BURGH  (Contd..) 


30 


Grand 

Total 

766 

218 

444 

6.755 

1.548 

© 

Ci 

lO 

•OX 
iO  -r 
ISC 
CO.H 

5,207  1 

h 

1044 

a oo  co  co 

13005 
»H  H Tt* 

OC  CO  Clio 
lO  Cl  CO 

215 

227 

2 

•O 

CO 

C5 

rH 

05  CO  CO  o 
O O 05 

rH  rH  -V 

CO  CO  Cl  lO 
lO  Cl  CO 

rH 

215 

227 

2 

4“ 

05 

rH 

INI 

1 1 lN 

40 

23 

CO 

Cl 

149 

149 

co 

1935 

INI 

1 II 1 

“III 

w 

CA 

3 

O 

X 

% 

o 

1944 

CO  | OH 

~ 1 1° 

SIM 

I'-  Ht 
rH 

103 

360 

14 

1,022  346 

1935 

in 

1 llri 

98 

»* 

05 

Cl  T*  CO  rH 

CO  CO 

ot^coco 

rH 

3®  1 1 

16 

609 

518 

1,113 

91 

1935 

27 

22 

•«*  | rH  h* 

58 

w 

N 

in 

1944 

05  10  rH  CO 
CO  N*  H 
CM 

rH  CO  rH  O 
t*»  rH  rH 

T*C0fH  I 
t>*  rH 
rH 

1,781 

455 

1,326 

3,160 

455 

2,706 

1935 

COCO  COIN 
CO  OJ 
rH 

co  »o  CO  CO 

rH  rH 

HlOH  1 
lOH  | 

(M 

1944 

IO  CO  rH 
rH  LO  rH 

1 OvOCO 
1 CO 

11 

100 

1 

2,396 

899 

1 1,497 

1,457 

899 
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TABLE  SHOWING  NUMBER  OF  LOCAL  AUTHORITY  HOUSES 

SURVEYED 


Size  of  Dwelling-house 

Total 

i 

2 

3 

4 

5 

6 + 

1 

— 

276 

864 

208 

28 

— • 

1,376 

2 

— | 

231 

623 

462 

77 

1 

1,394 

3 

- 1 

62 

186 

60 

12 

— 

320 

4 

78 

71 

10 

— 

— 

159 

5 

- 

68 

474 

340 

78 

7 

967 

6 

3 

51 

196 

55 

- 

- 

305 

7 

45 

36 

9 

2 

— 

— 

92 

8 

— 

12 

2 

49 

2 

— 

65 

9 

— 

81 

1,623 

623 

1S9 

6 

2,522 

Total 

126 

888 

3,987 

1,799 

386 

14 

7,200 

HOUSING  (SCOTLAND)  ACT,  1950 

TABLE  SHOWING  NUMBER  AND  SIZE  OF  FIT  LOCAL  AUTHORITY  HOUSES 

OVERCROWDED 


Size  of  Dwelling-house 

Total 

i 

2 

3 

* 

5 

6 + 

1 

— 

72 

249 

38 

1 

— 

360 

2 

— 

43 

110 

36 

1 

— 

190 

3 

— 

18 

41 

7 

4 

— 

70 

4 

14 

21 

3 

— 

. — 

— 

38 

5 

— 

18 

65 

28 

2 

— 

113 

6 

— 

9 

27 

2 

— 

— 

38 

7 

— 

2 

— 

— 

2 

8 



— 

— 

— 

— 

— 

9 

— 

5 

78 

27 

11 

1 

122 

Total 

14 

188 

573 

138 

19 

1 

933 

32 


HOUSING  (SCOTLAND)  ACT,  1950 
TABLE  SHOWING  ANALYSIS  OF  OVERCROWDING  IN  FIT 
LOCAL  AUTHORITY  HOUSES 


Ward 

Reasoi 

<s  for  Overcrowding 

Total 

Tenants 

Sub-tenants 

Lodgers 

Sex 

Separation 

Tenants  and 
Sub-tenants 

1 

205 

149 

6 

— 

360 

2 

110 

73 

7 

— 

— 

190 

3 

30 

38 

2 

— 

70 

4 

23 

13 

— 

1 

i 

38 

5 

67 

43 

3 

— 

— 

113 

6 

19 

19 

— 

38 

7 

2 

— 

— 

— 

2 

8 

— 

— 

— 

— 

— 

— 

9 

80 

42 

— 

— 

— 

122 

Total 

536 

377 

18 

1 

i 

933 

TABLE  SHOWING  NUMBER  OF  LODGERS 


Instances 

Total 

Ward 

Type  of 

Grand 

Dwelling-house 

1 

2 

3 

4 

5 

6 

Lodgers 

Total 

Local  Authority 

42 

6 

— 

- 

— 

1 

54 

1 

Privately  Owned 

23 

3 

- 

— 

1 - 

29 

83 

Local  Authority 

107 

10 

1 

— 

— 

j 

130 

2 

Privately  Owned 

19 

2 

— 

— 

— 

_ 

23 

153 

Local  Authority 

12 

1 

— 

— 

— 

— 

14 

3 

Privately  Owned 

34 

3 

— 

— 

— 

— 

40 

54 

Local  Authority 

3 

— 

— 

— 

— 

i 

3 

4 

Privately  Owned 

50 

7 

2 

_ 

— 

- 

70 

73 

Local  Authority 

• 37 

5 

2 

— 

— 

— 

53 

5 

Privately  Owned 

14 

4 

— 

— 

— 

22 

75 

Local  Authority 

13 

2 

— 

— 

— 

- 

17 

6 

Privately  Owned 

113 

17 

4 

— 

— 

159 

176 

Local  Authority 

2 

— 

— 

— 

— 

2 

7 

Privately  Owned 

127 

26 

3 

— 

- 

183 

190  . 

Local  Authority 

— 

1 

i 

— 

— 

5 

8 

Privately  Owned 

30 

9 

- : 

— 

— 

4S 

53 

Local  Authority 

34 

2 

— 

— 

— 

3S 

9 

Privately  Owned 

16 

1 

i 

— 

— 

21 

59 

Local  Authority 

250 

27 

4 

— 

1 



316 

Total 

Privately  Owned 

426 

72  | 

“ 

— 

- , 

— 

600 

916 

TABLE  SHOWING  DEGREE  OF  SUB-LETTING 


Ward 

Degree  of  S 

UB-LETTING 

Grand 

Total 

Class 

of 

House 

Local  Authority 

Privately  Owned 

c 

2 

ub-t 

enan 

ts 

Sub-tenan 

;s 

i 

3 

4 

5 

Total 

i 

2 

3 

4 

5 

Total 

1 and  2 

292 

12 

— 

— 

— 

316 

71 

3 

— 

— 

— 

77 

3 

— 



— 



— 

— 

34 

— 

— 

— 

— 

34 

l 

4 

427 

Total 

292 

12 

— 

— 

316 

105 

3 

— 

— 

— 

111 

1 and  2 

205 

n 

— 

— 

— 

227 

29 

2 

— 

— 

— 

33 

3 

— 

— 

— 

— 

— 

1 

— 

— 

— 

— 

1 

2 

4 

201 

Total 

205 

u 

— 

— 

227 

30 

2 

— 

— 

— 

34 

1 and  2 

71 

6 

— 

— 

— 

83 

106 

— 

1 

— 

— 

109 

3 

4 

211 

Total 

71 

6 

— 

— 

— 

83 

125 

— 

— 

128 

1 and  2 

18 







— 

18 

105 

4 

— 

— 

— 

113 

3 

— 

— 

— 

— 

— 

— 

54 

4 

1 

— 

— 

65 

4 

4 

196 

Total 

18 

— 

— 

— 

— 

18 

159 

8 

1 

— 

— 

178 

1 and  2 

157 

16 





— 

189 

69 

2 

— 

— 

— 

73 

3 

i 

— 

— 

— 

— 

1 

30 

— 

— 

— 

— 

30 

5 

4 

293 

Total 

158 

16 

— 

— 

— 

190 

99 

2 

— 

— 

— 

103 

1 and  2 

54 

3 







60 

118 

3 

— 

— 

— 

124 

3 

2 

— 

— 

— 

— 

2 

61 

1 

— 

— 

— 

03 

6 

4 

1 

— 

— 

— 

— 

1 

250 

Total 

50 

3 

— 

— 

— 

62 

180 

4 

— 

— 

— 

188 

1 and  2 

143 

2 

— 

— 

— 

147 

3 

7 

— 

— 

— 

7 

32 

1 

— 

— 

— 

34 

7 

4 

— 

— 

— 

— 

— 

— 

1 

— 

— 

— 

— 

1 

189 

Total 

7 

— 

— 

— 

7 

176 

3 

— 

— 

— 

182 

1 and  2 

3 

— 

— 

— 

— 

3 

138 

5 

1 

— 

— 

151 

3 

8 

4 

154 

Total 

3 

— 

— 

3 

138 

5 

1 

— 

— 

151 

1 and  2 

193 

7 

— 





207 

97 

1 

— 

— 

— 

99 

3 

9 

4 

300 

Total 

193 

7 

— 

207 

97 

1 

— 

— 

— 

99 

1 and  2 

993 

55 



1,103 

876 

22 

2 

— 

— 

926 

Total 

3 

10 

— 

— 

10 

231 

0 

1 

— 

— 

240 

2,287 

4 

2 

2 

Total 

1003 

55 

— 

1,113 

lion 

28 

3 

— 

— 

1,174 

TABLE  SHOWING  EXTENT  OF  SUB-LETTING 


Ward 

Class 

of 

House 

Extent  of  Sub-Letting 

Local  Authority 

Privately  Owned 

Size  of  House 

Size  of  House 

Total 

1 

2 

3 

4 

5 

6 

Total 

12  3 4 

5 6 

Total 

1 

1 and  2 

3 

4 

Total 

— 

36 

198 

67 

3 

304 

1 

2 

56 

30 

11  1 
2 — 

2 3 

74 

34 

412 

— 

36 

198 

67 

3 

— 

304 

3 

86 

13  1 

2 3 

108 

2 

1 and  2 

3 

4 

— 

23 

102 

85 

6 

216 

1 

16  7 

1 

6 1 

31 

1 

Total 

— 

23 

102 

85 

6 

— 

216 

— 

1 

17  7 

6 1 

32 

3 

1 and  2 

3 

4 

— 

1 10 

45 

1 19 

1 

1- 

3 

— 

77 

4 

4 

62 

12 

36 

3 

3 

2 — 
1 

107 

19 

203 

Total 

— 

10 

45 

19 

3 

— 

77 

8 

74 

39 

3 

2 

1- 

126 

4 

1 and  2 

3 

4 

2 

13 

3 

— 

— 

— 

18 

1 

4 

19 

27 

44 

24 

27 

1 

9 

2 

9 

1 

109 

59 

186 

Total 

2 

13 

3 

— 

— 

— 

18 

5 

46 

68 

28 

11 

10 

168 

0 

1 and  2 

3 

4 

— 

11 

53 

82 

1 

25 

2 

173 

1 

5 

4 

49 

21 

12 

4 

4 

1 

1 

71 

30 

275 

Total 

— 

11 

53 

83 

25 

2 

174 

9 

70 

16 

5 

1 

— 

101 

0 

1 and  2 

3 

4 

1 

5 

35 

17 

1 

— 

— 

57 

2 

2 

9 

55 

30 

43 

17 

1 

12 

5 

8 

1 

1 

121 

62 

1 

243 

Total 

I 

5 

35 

18 

— 

59 

11 

85 

61 

17 

9 

1 

184 

7 

1 and  2 

3 

4 

2 

3 

2 





7 

2 

4 

30 

21 

61 

7 

1 

26 

1 

13 

13 

145 

33 

1 

186 

Total 

2 

3 

2 

— 

— 

7 

6 

51 

69 

27 

13 

13 

179 

8 

1 and  2 

3 

4 

— 

— 

— 

3 

— 

— 

3 

— 

1 

16 

25 

27 

— 

75 

144 

147 

Total 

— 

— 

— 

3 

— 

— 

3 

— 

1 

16 

25 

27 

75 

144 

9 

1 and  2 

3 

4 

— 

7 

83 

69 

39 

o 

200 

— 

11 

11 

60 

14 

2 

98 

298 

Total 

— 

7 

83 

69 

39 

2 

200 

11 

11 

60 

14 

o 

98 

Total 

1 and  2 

3 

4 

2 

3 

105 

3 

519 

2 

342 

2 

76 

4 

1,048 

10 

15 

27 

284 

141 

250 

58 

o 

165 

8 

82 

3 

- 

104 

1 

900 

238 

2 

2,198 

Total 

5 

108 

521 

344 

76 

4 

1,058 

42 

425 

310 

173 

85 

105 

1.140 

TABLE  SHOWING  AGE  GROUPING  OP  POPULATION  WITHIN  THE  BURGH 
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Grand 

Total 

W 

0 

0 

S 

7,700 

1 

r 

u 

D 

0 

5,594 

9,001 

7,745 

5,988 

7,237 

16,727 

76,073 

830 

X 

© 

© 

to 

l- 

F 

5 

D 

rt* 

00 

iO~ 

© 

©^ 

o 

3,922 

3,844 

oo 

rt* 

00 

oq 

2,922 

2,730 

2,804 

4,481 
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3,951 

© 

1^- 

t>- 

(M 

© 

© 

<M 

X 

T* 

X 

X 

CM 

8,456  1 

8,271 

X 

© 

X 

X 

38,765  I 

© 

rH 

iD 

320  1 

1 76,903  1 

05/74  75  + 

© 

*M 

r- 

I> 

oq 

1^ 

174  58 

159  84 

M 

o 

CO 

202  90 

© 

X 

110 

81 

X 

© 

X 

© 

- 

iD 

© 

iD 

iD 

rH 

(M 

*M 

rt* 

© 

X 

X 

© 

© 

© 

iD 

I- 

| Z8I‘I 

iD 

© 

rt* 

rt* 

© 

© 

rH 

181 

257 

271 

208 

233 

293 

232 

338 

r^ 

CD 

(M 

475  j 

283 

290 

1,986 

2,454 

111 

rH 

<M 

to 

•c 

rt*“ 

55/5!)  , 00/04 

182  140 

o 

cd 

I- 

115 

CM 

rt* 

CO 

135 

138 

181 

X 

X 

rH 

270 

184 

234 

© 

X 

206 

© 

X 

rH 

iD 

© 

X 

231 

T* 

»D 

(M 

X 

CM 

T* 

—H 

1,893 

iD 

iD 

10  : 5 

to 

I- 
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X 

© 

CD 

CD 
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145 

00 
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901 
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144 

170 

CD 
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oq 

CM 

991 

rH 

© 
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US 
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tot 

iD 

rt* 

rt* 

392 

• rt * 
t* 
CO 

CO 

1^ 

CO 

348 

381 

CD 

CM 

HO 

579 

© 

rt* 

Til 

O 

OS 

rt* 

X 

£> 

X 

iD 

CM 

T* 

477 

646 

X 

© 
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3 
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id 
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CM 

CO 

388 

305 

353 

547 

555 

X 
1“ 1 
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ID 
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25/34 

853 

700 

442 
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505 
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400 

759 
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655 

X 

X 

CD 

433 
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355 

504 

981 

1,051 

X 

T* 

iD 
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54 

09 

15/24  | 

800 

942 

801 

•M 

rt* 

425 

356 

340 

819 

782 

559  1 

CM 

iD 

uD 

CD 

X 

348 

© 

© 
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320 
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to 
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(M 

125 

CO 

CM 

X 

of 
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© 

CO 
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471 

o 
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435 

CO 
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215 

200 

X 

105 
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co 
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251 

223 
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149 

t- 
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! 195 

914 

1^ 

© 

3,177 

iD 

CM 

CM 

X 

1 

1 

5/0 

581 
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393 

230 

202 

210 
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352 
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314 

277 
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219 

274 

254 

914 
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© 
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Tt 

CO 
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© 

co 

CO 

1 
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t--_ 

CD 

rt* 

7 

120  553 

480 

284 

259 

X 

CO 

rt* 

CM 

OS 

201 

© 

301 

269 

291 

288 

© 
© 
i— ( 

185 

186 

148 

622 

587 

2,875 

2,040 

1 

1 

1 5,515 

x 

CO 

82 

iD 

04 

© 

o 

iD 

rt* 

X 

77 

79 

74 

50 

CO 
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CM 
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O' 
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CD 
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Total 

TABLE  SHOWING  SIZE  OF  FAMILIES  RESIDING  WITHIN  THE  BURGH 


Size  of  ! 

Families 

> 1 1 1 

Ward 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

- 

12- 

1 

226 

525 

609 

542 

334 

212 

117 

70 

27 

1 

— 

28 

2 

139 

421 

423 

340 

255 

179 

126 

56 

28 

9 

— 

— 

3 

278 

502 

453 

400 

155 

70 

26 

7 

5 

2 

2 

1 

4 

275 

557 

462 

362 

147 

63 

19 

6 

6 

2 

i 

— 

5 

275 

650 

664 

536 

268 

119 

76 

43 

24 

11 

6 

2 

6 

403 

691 

678 

511 

205 

74 

31 

18 

4 

2 

— 

; — 

7 

403 

689 

511 

331 

155 

62 

24 

6 

| 

— 

8 

367 

786 

636 

438 

198 

70 

22 

4 

2 

i 

— 

2 

0 

187 

614 

804 

875 

619 

429 

219 

128 

59 

33 

13 

12 

Totals 

2,553 

5,435 

5,240 

4,335 

2,336 

1,278 

660 

338 

155 

61 

99 

45 

GREENOCK. 


